
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


06/01/12 


Susan Doihun 

Assistant District Attorney, Essex County 
Ms. Doihun, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample # 


If you have any questions about these materials, please call me at the number below. 



Kate Corbett 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 065891 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Execufive Office of Health and Human Sendees 
Departmenl of Public Health 

Boston Drug La bora to 17 State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 9S3-6622 Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


City or Department: 





DRUG RECEIPT 


Police Reference No.: 


Name and Rank of Submitting Officer: L)F7r 
Defendant(s) Name (last, first, initial): 



Amherst Hours 

9:00-12:00 

1:00-3:00 


To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


L _££_ GiP 









No . Date Ana 1 yzsd: O -OS' 


City; LYNN 



Am't: Sub: SUB Cont: 

#TESTED: 

Date Rec: 12/12/2007 From: 
Gross Wt: 1.80 


Met Weight: 
QUANT: 



IWDINGS: 


1 PB 

DET. MARK RICHMOND 


Tests: 







Folk OIG PRR 065893 




PHYSICAL DESCRIPTION: 


■m 




td.in 


Gross Wt ( ) 
Gross Wt ( ): 




Pkg. Wt: 
Net Wi: 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate 


Marquis 

Froehde's 


Mecke's 



Microcrvstalllne Tests 

Gold 

Chloride 


TLTA 


OTHER TESTS 


PRELIMINARY TEST RESULTS 


RESULTS 


DATE 


\£jm 

W I o' 


GC/MS CONFIRMATORY TEST 


RESULTS 

MS 

OPERATOR _ 
DATE 


W/l) 


MM 


Revised 7/2005 


Folk OIG PRR 065894 










Area Percent / Library Search Report 



Information from Data File; 

File Name 

E:\SYSTEM4\04 02 08\593649.D 

Operator 

ASD 

Date Acquired 

2 Apr 2008 20:43 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator ; 

RTE 

Abundance 

■ ■ Ticrsmmm 



100 


!Time-> 2.00 2.50 3.00 3.50 4.00 4.5o 5.bo 5.50 6.00 6,5o 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


593649.D Wed May 30 07:39:03 2012 Page 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionWe t h: 
Integrator ; 


Data File: 

E:\SYSTEM4\04_02_08\593650.D 

ASD 

2 Apr 2008 20:57 

HEROIN STD 

50 

DRUGS 

RTE 


Abundance 


TrC:'593$50.D 

5000001 


6)96 

i 

; 400000; 




300000 ; 

200000 ; 

100000 i 

: 0- .- 

.Time-> 2,00 2,50 3,00 3.50 




4.00 4io 5,bo" 

5.k _ 6. 

60 e.feo ' 7.60 7,60 _ 8,00 8.50 9,00 9.^0 : 

Ret. Time 

Area 

Area % Ratio % 

5.952 

731790 

100.00 100.00 


593650.D Wed May 30 07:39:09 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTBM4\04 02 08\593650.D 


Operator 

ASD 


Date Acquired 

2 Apr 2008 20:57 


Sample Name 
Submitted by 

HEROIN STD 


Vial Number 

50 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 5.95 C 

!:\DATABASE\SLI .L 

HEROIN 

000561-27-3 99 


Abunciance 


: 43 


80 ^ 


60: 


40 i 


20 - 


Average of 5”020' fo 6.'04y rnI n!: 503BB’0.D {-) 


59 


81 

70 : 94 


146 


115 


128 


: i, 104 


268 


204 


215 


162 

i I 

i 174 

i ’ 

■ 184 

^ ^ 226 

I 


238 253 


284 


298 


327 


310 


369 


352 


O' -- i-V- ■■ i--i'-i T i;!:; ... .4.:; ; 

im/z-> 40 60 a'o li)0 ' 120 140 160 Uo 200 220 240 ' 260 280 3(i)0 3^0 340 3^0 I 


Abundance 


43 


M: HEROIN 


O 

CO 









268 


327 


60 \ I 

I ' i 













;■ 40 i 







215 


! 


310 I 

369 


81 





204 ^ 

I 







i 20 . 

59 

70 

94 

115 146 

: 128 M 

162 

1 , 

174 

! 226 


i' 

284 

i i 

I ■; 

I 




. i 

' i ' , ■ ■ ■- 


184 

I : i: 

238 

253 li 

298 Ji i 


o' t. 

40 






' , 

:.J y. J' /; i 



341 !': 

6b 

80 

i6o 

120 140 

160 

180 

260' ‘ 220 ’ 

^0 

260 ’ ' 

280 

,..„3b0_’.320,’ ' 

MO 360 


593650 .D 


Wed May 30 07:39:10 2012 


Page 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

E:\SYSTEM4\04 02 08\593653.D 

Operator 

ASD 

Date Acquired 

2 Apr 2008 21:38 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

.. ; 



looi 

I 


frini 8 -> 2.66 2.50 3.00 3.50 4.60 4.66 5.00 ’ 5.50 6.00 6.50 ' 7.66 7.66 8.00 8.60 O.OO 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


593653.D Wed May 30 07:39:18 2012 Page 1 


Folk OIG PRR 065898 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM4\04 

02 08\593654.D 

Operator 

ASD 


Date Acquired 

2 Apr 2008 21:52 

Sample Name 



Submitted by 

KAC 


Vial Number 

54 


AcquisitionMeth 

DRUGS 


Integrator ; 

RTE 



- 

iicrmimm 

5|95 j 

' mooQi 

^ aoooooi 

200000^ 

j 100000: 

0 - ---- .. 


t j 

1 i 

• i 

r i 

Time--> 2.00 2.60 3.bo 

3.50 4.bo 4.50 6.bo 

,6.50 6.66 6.50 7,00 7,50 8.00 8.50 9.00 9,50 

Ret. Time 

Area 

Area % Ratio % 

5.950 

654855 

100.00 100.00 


593654.D Wed May 30 07:39:21 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM4\04 02 08\593654.D 


Operator 

ASD 


Date Acquired 

2 Apr 2008 21:52 


Sample Name 



Submitted by 

KAC 


Vial Number 

54 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 5.95 C 

b\DATABASE\SLI.L 

HEROIN 

000561-27-3 99 


lAbundance 


43 


Average of5!9'18ld“670'61 min; :^9'3'654'.0' (-) 


60: 


327 


60; 


40; 


20 ; 


m/z-> 40 


268 


81 


59 


70 



204 215 

146 



94 115 i ■’f ; 

i 

: ^128 h 

174 


' 1; 1Q4 ; i: : , 

164 

226 

:!! hi L 238 


284 


310 


298 :i 


369 


352 


eb sb 100 lio Ub ibb ’' ibo 2bb aio 240 260' 200 bbo ' 32b 34b 360 


Abundance 


43 


80 i 


601 




268 


327 


40 i 


20; 


m/z-> 40 


204 


215 


81 


59 


70 


94 


115 146 


310 


369 : 


: 128 h L 

Ml' i i i 184 

j-.r: ' ' ■ . I'l ' , , ' 

226 
; 238 

263 ;j 

284 

i- 

298 

341 h _ ; 

ab 100 120 140 160 ' 180 206 

^220 240 

' 2bb 

280 

' 300 320 

340 360 


593654.D 


Wed May 30 07:39:22 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\04_02_08\593664.D 

ASD 

3 Apr 2008 00:10 

BLANK 

2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


593664.D Wed May 30 07:39:30 2012 Page 1 


Folk OIG PRR 065901 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 

E;\SYSTEM4\04 02 08\593665.D 

Operator 

ASD 


Date Acquired 

3 Apr 2008 00:23 


Sample Name 
Submitted by 

HEROIN STD 


Vial Number 

65 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Abundance 

TjUr593BB5:D j 


5i95 

; 600000 1 

; 400000 

300000 1 

200000. 

100000; 

. oL........ ^ ^ ^ 

hrime-> 2.00 2,50 3,00 

I 

j 

; 

: 

i 

! 

I 

i 

3.50 4.00 4.^0 5.6o 5.60 ’ ibo '6.50 7.00 7,50 8,60 8.50 ' 9.00 9.^ 


Ret. Time 

Area 

Area % 

Ratio % 

5.950 

673462 

100.00 

100.00 


593665.D Wed May 30 07:39:33 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEH4\04 02 08\593665.D 



Operator 

ASD 



Date Acquired 

3 Apr 2008 00:23 



Sample Name 
Submitted by 

HEROIN STD 



Vial Number 

65 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI,L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


5.95 C;\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 


43 


Average of SrSTBlo"6.072'rnln.: 693665;0 (-) 


327 


80; : 

i 



60[ 



40; J 
! 1 
! j: 


81 

20 i - 
1 

59 

70 ^ 

! 

0^: - 

40 

6'0 

80 


268 


369 


310 


204 


215 


94 


116 


146 


128 


162 
I 174 
: . , • 185 


226 

: 238 253 


284 


298 


Abundance 


ioo 140 i^o 180 100 ^31^ .. 2^0 po 280 . ado 320 34o 

.Wii'HEROIN 


354 

ado 


4;3 


801 


60 i 


40 i 


20 i 


268 


327 


; 


204 

215 


310 

i I 

369 i 


81 




[ 

; 1 

i :i 59 

70 I 

: i 

« : 

: 128 . i i I 

i : : ' . ,i ’ ‘ ' '193 

I 226 

iii j_ 238 253 

284 

298 Jj 1 

j ! 

341 ^ / i 

40 60 

80 

' l6o ’ 120 140 ' Ito ' "l8^ 200 

220 240 ' 260 ' 


300 ' 320 

340 3^0 " 1 

5.D 


Wed May 30 07:39:33 

2012 

. 

Page 2 
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